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ATIONAL CAPITAL PLANNING COMMISSION 

1325 G STREET NW. 

WASHINGTON, D.C. 20576 




November 17, 1980 


SCHEDULE OF COMMISSION MEETINGS 
IN CALENDAR YEAR 1981 AND CLOSING DATES FOR 
SUBMISSION OF PROJECTS AND MASTER PLANS 


There is set forth below the schedule of meetings of the National Capital 
Planning Commission for calendar year 1981, as approved by the Commission at 
its meeting on October 2, 1980, together with the closing dates for submission 
of project plans and programs and master plans or modifications thereof to the 
Commission for initial consideration at the Commission meetings. 

Column (1) denotes Commission meeting dates. Column (2) lists the closing 
dates for submission of projects or proposed developments within the National 
Capital Region which the Executive Director of the Commission determines need 
not be referred to the local planning agency concerned, in accordance with 
Section 5(d) of the National Capital Planning Act of 1952, as amended. 

Column (3) lists the closing dates for master plans or modifications thereof 
for Federal and District installations in the Region (including the District 
of Columbia and its environs) or project plans and programs for proposed 
developments outside the District but within the Region which the Executive 
Director determines are required to be referred to the local planning agency 
concerned . 


Commission Meeting 

( 1 ) 

January 8, 15, 1981 
February 5 , 12 
March 5 , 12 
April 2, 9" 

May 7 , 14 
June 4, 11 
July 2, 9 
August 6, 13 
September 3, 10 
October 1, 8 
November 5, 12 
December 3, 10 


Plans not requiring 

referral 

( 2 ) 

December 12, 1980 
January 9, 1981 
February' 6 
March 6 
April 10 
May 8 
June 5 
July 10 
August 7 
September 4 
October 9 
November 6 


Plans requiring 
referral 
(3) 

November 7, 1980 
December 12 
January 9, 1981 
February 6 
March 6 
April 10 
May 8 
June 5 
July 10 
August 7 
September 4 
October 9 


Enclosed are copies of the Commission's Revised Environmental Policies and 
Procedures (44 F.R. 64923) and the Commission's Site and Building Plans 
Requirements (37 F.R. 3011), as amended March 7, 1974 (39 F.R. 10330). 
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